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USIB-D- 10. 8/7 
15 December 1967 


UNITED STATES INTELLIGENCE BOARD 


MEMORANDUM FOR THE UNITED STATES INTELLIGENCE BOARD 


SUBJECT 


Conferences 


25X1 C 


REFERENCE : USIB-D- 10. 8/3, 4 April 1967 


1. In accordance with Board action in reference, the attached 
memorandum fromtheDirector^DefenselntelligenceAgencVjproposirig 

participation ■S' 

circulated for United States Intelligence Board 
(USIB) consideration. 25X1 C 

USIB Action Requested 

2. Board Members are requested to advise the Secretariat by close 
of business 27 December of their concurrence in or other views on 
General Carroll's proposal as outlined in his memorandum. 
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